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IS : 2232 - 1967 

Indian Standard 

SPECIFICATION FOR 
SLOTTED AND CASTLE NUTS 

(First Revision) 

0. FOREWORD 

0.1 This Indian Standard ' First Revision) was adopted by the Indian 
Standards Institution on 2 August 1967, after the diaft finalized by the 
Screw Threads and Fasteners Sectional Committee had been approved by 
the Mechanical Engineering Division Council. 

0.2 This standard was originally issued in 1962 following the recognition 
of the metric screw threads with ISO profile with the si/c lance 
M4 to M39. In the present revision the size range has been extended t<> 
M100. 

0.3 In the preparation of this standard assistance has been derived from 
the following documents: 

ISO/R 288-1963 Slotted and castle nuts with metric thread. 
International Organization for Standardization. 

ISO/TC 2 ( Secretariat- 187 ) 305 First draft proposal for castle nuts.- 
Metric Series. International Organization for Standaidization. 

0.4 For the purpose of deciding whether a particular requirement of this 
standard is complied with, the final value, observed or calculated, express- 
ing the result of a test, shall be rounded off in accordance with IS : 2-l%0*. 
The number of significant places retained in the rounded off value should 
be the same as that of the specified value in this standard. 



1. SCOPE 

1.1 This standard prescribes the requirements of precision and black grades 
of slotted and castle nuts in the following diameter ranges: 

a) Precision grade slotted nuts 4 to 39 mm 

b) Black grade slotted nuts 12 to 33 mm 

c) Precision and black grade* castle nuts 12 to 100 mm 

•Rules for rounding off numerical values ( Since revised ). 

3 
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2. MECHANICAL PROPERTIES 

2.1 The slotted and castle nuts shall have the properties corresponding to 
the property class 4, 6 or 8 of IS : 1 367-1 967*. 

3. GRADE 

3.1 Nuts conforming to this standard shall be of two grades, Precision (P) 
and Black (B), as specified in IS : 1367-1967*. 

4. DIMENSIONS 

4.1 The dimensions of the nuts shall be as given in Tables 1 to 1 1 . 

4.2 The screw thread dimensions of the nuts in the diameter range 4 to 
39 mm shall conform to the tolerance class 6H specified in IS : 4218-1967f. 

4.3 The screw thread dimensions of the nuts in the diameter range 
42 to 100 mm shall conform to tolerance class 6H specified in 
IS: 3139-1966J. 

5. DESIGNATION 

5.1 Slotted and castle nuts shall be designated by nominal size, number of 
this standard, grade and property class. 

Example: 

A slotted nut of nominal size M10 and of precision grade 
possessing mechanical properties corresponding to the property 
class 6 shall be designated as: 

Slotted Nut M10 IS : 2232-P-6 

6. GENERAL REQUIREMENTS 

6.1 Sampling — The sampling and criteria of acceptance of the nuts shall 
be in accordance with IS : 2614-1964$. 

6.2 The nuts conforming to this standard shall meet the requirements of 
IS : 1367-1967*. in regard to the requirements not covered in this standard. 

•Technical supply conditions for threaded fasteners ( mini). 

♦ISO metric screw threads. 

} Dimensions for screw threads for bolt* and nuts ( diameter range M42 to M150 ). 

{Methods for sampling of fasteners (Since nvism ). 



IS: 2232 -1967 



TABLE 1 DIMENSIONS FOR SLOTTED NUTS, PRECISION GRADE 
( Diameter rang* 4 to 10 mm ) 

( Clause 4.1 ) 



All dimensions in millimetres. 



A 


r — ] 




5 


3 


The underside of the slot may 1 
or flat with rounded corners or 
chamfered corners, at the disc 
the manufacturer* 




*" >—■ 






W 


^ 




x» round 


bd 




flat with 
ret ion of 


Size, d 


M4 


M5 


M6 


(M7) 


M8 
M8xl 


M10 
M10X 1*25 


u-hl4 Nam 
Max 
Min 


5 

500 

4-70 


6 
600 

5-70 


7-5 

750 

714 


8 

800 

764 


95 

950 

914 


12 

12*00 

11*57 


m hl5 Nam 
Max 
Min 


3-2 

3-20 

2-72 


4 

400 
3-52 


5 

500 

4*52 


5-5 

5-50 
502 


65 

6-50 

5-92 


8 

8*00 

742 


iiH14 - Nam 
Max 
Min 


1-2 

145 

1-20 


1-4 

1*65 

1-40 


2 

2-25 

200 


2 

2-25 

200 


2-5 

2-75 

2*50 


2-8 

305 

2-80 


<8 - hl2 Norn 

*>8-hl3 Max 

Min 


7 

700 

6-85 


8 

800 

785 


10 

1000 
9-78 


11 

1100 

10-73 


13 

13*00 

12*73 


17 

1700 

16*73 


Size of 

cotter 

(Ml IS 


•plit 
pin 
: 549-1 


96 


!•) 


1 


1-2 


1-6 


1-6 


2 


2*5 



Note 1 — The above dimensions have been obtained by rounding off the tolerances 
to the second place of decimal. 

Note 2 — Siae shown in brackets is of second preference. 
•Specification for split cotter pins (Since revised) . 
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TABLE 2 DIMENSIONS FOR CASTLE NUTS, PRECISION GRADE 
(Diameter range 12 to 22 mm) 

( Clausi 4.1 ) 
All dimensions in millimetres. 




The underside of the slot may be tound 
or flat with rounded cornei* "i liar with 
chamfered corners, at the disci in ion of 
the manufac turei. 



Size, d M12 (M14) M16 (M18) M20 (M22) 

M12X1-25 (M14X1-5) MlGxl-5 (M18xl-5) M20X1-5 (M22X1-5) 



d % h!4 


Norn 
Max 
Min 


17 

1700 

16-57 


19 

1900 

18-48 


22 

2200 

21-48 


25 

2500 

24-48 


28 

2800 

2748 


30 

3000 

29-48 


w hl4 


JVcWW 

Max 
Min 


15 

1500 

14-57 


16 

1600 

15-57 


19 

1900 

18-48 


21 

2100 

20-48 


22 

2200 

21-48 


26 

2600 

25-48 


m hl5 


Norn 
Max 
Mm < 


10 

1000 
9-42 


11 

11-00 

10*30 


13 

1300 

12-30 


15 

1500 

14-30 


16 

1600 

15-30 


18 

1800 

1730 


it H14 


Norn 
Max 
Min 


35 

380 

3-50 


35 

380 

3-50 


4-5 

4-80 

4-50 


45 

4*80 

450 


45 

4-80 

4-50 


5-5 

5-80 

5-50 


*M3 


Norn 
Max 
Min 


19 

19-00 

18-67 


22 

22-06 

21-67 


24 

2400 

23-67 


27 

2700 

2667 


30 

3000 

29-67 


32 

3200 

31-61 


Size of split 
cotter pin 
(Mf IS: 549-1961* 


3-2 

) 


3-2 


4 


4 


4 


5 



Note 1 — The above dimensions have been obtained by rounding off the tolerances 
to the second place of decimal. 

Note 2 — Sizes shown in brackets are of second preference. 

• Specification for split cotter pins ( Since nvistd). 
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TABLE 3 DIMENSIONS FOR CASTLE NUTS, PRECISION GRADE 
( Diameter range 24 to 39 mm ) 

( Clause 4. 1 ) 
All dimensions in millimetres. 



!>-30* 




The underside of the slot may be tound 
or flat with rounded corners oi flat with 
chamfered comets, at the disc let ion of 
the manufactutei. 



Size,*/ M24 (M27) M30 (M33) M36 (M39) 

M24X2 (M27x2) M30x2 (M33x2) M36X3 (M39x3) 



d % hl4 


Nom 
Max 
Mm 


34 

3400 

33-38 


38 

38-00 

37-38 


42 

4200 

41-38 


46 

4600 

45-38 


50 

5000 

49-38 


55 

5500 

54-26 


w hl4 


Nom 
Max 
Mm 


27 

27*00 

26-48 


30 

3000 

29-48 


33 

3300 

32-38 


35 

3500 

34-38 


38 

3800 

37-38 


40 

4000 

39-38 


m hl5 


Nom 
Max 
Mm 


19 

1900 

1816 


21 

2200 

2116 


24 

2400 

23-16 


26 

2600 

2516 


29 

2900 

28-16 


31 

3100 

3000 


n H14 


Nom 
Max 
Mm 


5-5 

5-80 

5-50 


5-5 

5-80 

5-50 


7 

7-36 

7-00 


7 

736 

700 


7 

7-36 

700 


7 

7-36 

700 


s hl4 


Nom 
Max 
Min 


36 

36-00 

35-38 


41 

4100 

40-38 


46 

4600 

45-38 


50 

50*00 

49-38 


55 

5500 

54*26 


60 

60-00 

59*26 


Size of split 
rotter pin 
(Mf IS: 549-1961 « 


5 

) 


5 


6-3 


6-3 


6-3 


6-3 



Note 1 — The above dimensions have been obtained by rounding off the tolerances 
to the second place of decimal. 

Note 2 — Sizes shown in brackets are of second preference. 
♦Specification for split cotter pins ( Since mini). 
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TABLE 4 DIMENSIONS FOR CASTLE NUTS, PRECISION GRADE 
( Diameter range 42 to 68 mm ) 

(Clause 4.1) 
All dimensions in millimetres. 




The underside of the slot may be round 
ot flat with rounded corners or flat with 
chamfered corners, at the discretion of 
the manufacturer. 



Sue, J 



M42 (M45) M48 (M52) M56 (M60) M64 (M68) 



4hl4 



ic»hl4 



mh!5 



nH14 



ihl4 



Mom 
Max 
Mm 

Norn 
Max 
Min 

Norn 
Max 
Min 

Norn 
Max 
Min 

Norn 
Max 
Min 



58 62 65 70 75 80 85 90 

5800 6200 6500 70-00 7500 80-00 85*00 90-00 
57-26 61-26 64-26 69-26 74-26 79-26 84-13 8913 



46 

46-00 

45-38 



9 

9-36 

900 

65 

6500 

64*26 

8 



48 

4800 

47-38 



50 

5000 

49-38 



54 

5400 

53-26 



57 

5700 

56-26 



63 

6300 

62-26 



66 69 

66-00 6900 
65*26 68-26 



34 36 38 42 45 48 51 54 

3400 3600 38-00 4200 4500 4800 51-00 5400 
3300 35-00 3700 41.00 44-00 4700 49-80 52-80 



9 

9-36 

900 

70 

7000 

69-26 

8 



9 

936 

9-00 

75 

7500 

74-26 

8 



9 

936 

900 

80 

8000 

79.26 

8 



9 

936 

900 

85 

85-00 

84-13 

8 



11 

11-43 

11-00 

90 

9000 

8913 

10 



11 

11-43 

11-00 

95 

9500 

9413 

10 



11 

11-43 

11-00 

100 
100-00 
99-13 

10 



Size of split 
cotter pin 
(jw IS: 549-1961*) 

Nor 1 — The above dimensions have obtained by rounding off the tolerances to the 
second place of decimal. 
Nora 2 — Sizes shown in brackets are of second preference. 

•Specification for split cotter pint (Since revised). 
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TABLE 5 DIMENSIONS FOR CASTLE NUTS, PRECISION GRADE 



( Diameter range 72 to 100 mm ) 

(C/mw 4.1) 

All dimensions in millimetres. 




The underside of tbe slot may 
be round or flat with rounded 
corners or flat with chamfered 
corners, at the discretion of 
the manufacturer. 



Size, d M72x6 (M76x6) M80x6 (M85x6) M90x6 (M95X6) M100x6 



4M4 


Nom 
Max 

Min 


95 

95*00 

9413 


100 
10000 
9913 


105 

10500 

104-13 


no 

110*00 
109*13 


120 

120*00 

11913 


125 

125*00 

124*00 


135 

13500 

134-00 


whl4 


Nam 
Max 

Min 


73 

73*00 

72-26 


76 

7600 

75*26 


79 

79-00 

78*26 


88 

8800 

8713 


92 

92*00 

9113 


% 

9600 

95*13 


100 
10000 
9913 


mhl5 


Nom 
Max 
Min 


58 

5800 

56*80 


61 

61*00 

59*80 


64 

6400 

62*80 


68 

68.00 

66*80 


72 

72-00 

70*80 


76 

76-00 

74-80 


80 

8000 

78-80 


nH14 


Nom 
Max 
Min 


11 

11*43 

11*00 


1! 

11-43 

11*00 


11 

11-43 

11-00 


14 

14*43 

1400 


14 

14*43 

1400 


14 

14-43 

1400 


14 

14*43 

1400 


f hl4 


Nom 
Max 
Min 


105 

105.00 

10413 


110 

11000 

10913 


115 

11500 

114*13 


120 

12000 

11913 


130 

13000 

129*00 


135 

13500 

13400 


145 

14500 

14400 


Size of split 10 

cotter pin 
(m IS: 549-1961*) 


10 


10 


13 


13 


13 


13 



Not* 1 — The above dimensions have been obtained by rounding off the tolerances 
to the second place of decimal. 

Note 2 — Sizes shown in brackets are of second preference. 

•Speci6cation for split cotter pins ( Since mi*d ). 
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TABLE 6 DIMENSIONS FOR SLOTTED NUTS, BLACK GRADE 
( Diameter range 12 to 20 mm ) 

( Clause 4.1) 

All dimensions in millimetres. 




The underside of the slot mav be round 
or flat with rounded coiners or flat *ith 
chamfered corners, at the discretion of 
the manufacturer 



Size, rf 



M12 



(M14) 



M16 



(M18) 



M20 



wjsl6 


Norn 
Max 
Mm 


15 

15-55 

14-45 


16 

16-55 

1545 


19 

19-65 

18-35 


21 
21-65 

20.35 


22 

22-65 
21 35 


mhl6 


Nom 
Max 
Min 


10 

10-00 
910 


11 

11-00 
9-90 


13 

1300 

11-90 


15 

15 00 
1390 


16 

1600 

14-90 


nH14 


Norn 
Max 
Min 


3-5 

3-80 

3-50 


3-5 

3-80 

3-50 


4-5 

4-80 

4-50 


4-5 
4 80 
4-50 


4-5 

4-80 

4-50 


*<19-hl4 
>19— hl5 


Mm 
Max 
Min 


19 

1900 

1848 


22 

2200 

2116 


24 

2400 

2316 


27 

2700 

2616 


30 

30-00 

2916 


Site of split 
cotter pin 
(jw IS: 549-1961*) 


3-2 


3-2 


4 


4 


4 



Note 1 — The above dimensions have been obtained by rounding off the tolerances 
to the second place of decimal. 

Note 2 — Siies shown in brackets are of second preference. 

•Specification for splk cotter pins ( Since mud)* 
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TABLE 7 DIMENSIONS FOR SLOTTED NUTS, BLACK GRADE 
( Diameter range 22 to 33 nun ) 

( Clause 4.1) 

All dimensions in millimetres. 




The underside of the slot may be round 
or flat with rounded corners or flat with 
chamfered corners, at the discretion of 
the manufacturer. 



Size, d 



(M22) 



M24 



(M27) 



M30 



(M33) 



wjsl6 


Max 
Min 


26 

26-65 

25-35 


27 

2765 

26-35 


30 

30-65 

29-35 


33 

33-80 

32*20 


35 

3580 

3420 


mhl6 


Norn 
Max 
Min 


18 

1800 

16-90 


19 

19-00 

17-70 


22 

2200 

20-70 


24 

2400 

22-70 


26 

2600 

24-70 


iiH14 


Nom 
Max 
Min 


5-5 

5-80 

5-50 


55 

5-80 

5-50 


5-5 

5-80 

5-50 


7 

7-36 

700 


7 

7-36 

700 


fhl5 


Norn 
Max 
Min 


32 

3200 

31-00 


36 

3600 

3500 


41 

41-00 • 
4000 


46 

46-00 

45-00 


50 

5000 

4900 


Size of split 
cotter pin 
(jft IS: 549-1961*) 


5 


5 


5 


6-3 


6.3 



Note 1 —The above dimensions iiave been obtained by rounding off the tolerances 
to the second place of decimal. 

Note 2 — - Sizes shown in brackets are of second preference. 
♦Specification for split cotter pins (Since nmW). 
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TABLE 8 DIMENSIONS FOR CASTLE NUTS, BLACK GRADE 
(Diameter range 12 to 22 mm) 

( Clause 4A) 

All dimension* in millimetres. 



-30 









1, 






n c 


*-1 


Sq 


' 




m 


$tt 


1 












The underside of the slot may be round 
or flat with rounded corners or flat with 
chamfered corners, at the discretion of 
the manufacturer. 



Size, i 



M12 (M14) 



M1G (M18) 



M20 



(M22) 



rf a hl6 


Max 
Min 


17 

17-00 

15*90 


19 

1900 

17-70 


22 

2200 

20*70 


25 

25-00 

23*70 


28 

2800 

26-70 


30 

30*00 

28-70 


n*jsl6 


Nam 
Max 
Mm 


15 

15*55 

14*45 


16 

16-55 

15-45 


19 

19-65 

18-35 


21 

21-65 

20*35 


22 

22*65 

21-35 


26 

26*65 

2535 


mh!6 


Nam 
Max 
Mm 


10 

1000 
910 


11 

1100 
9-90 


13 

1300 

11-90 


15 

15-00 

13-90 


16 

1600 

14-90 


18 

18*00 

16*90 


nH14 


Mm 
Max 

Mm 


3-5 

3*80 

3*50 


3-5 

3-80 

3-50 


4-5 

4-80 

4*50 


4*5 

4*80 

4*50 


45 

4*80 
4-50 


5-5 

5*80 

5*50 


. <19— hl4 Nam 

9 >19— hI5 Max 

Mm 


19 

19-00 

18-48 


22 

22-00 

2116 


24 

24*00 

2316 


27 

27-00 

2616 


30 

30-00 

2916 


32 

32*00 

3100 


Siie of split 
cotter pin 
(m IS: 549-1961 •) 


3*2 


3*2 


4 


4 


4 


5 



Note 1 —The above dimensions have been obtained by rounding off the tolerances 
to the second place of decimal. 

Note 2 — Sizes shown in brackets are of second preference. 

•Specification for split cotter pins (Since rtvittd ,. 
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IS 1 2232- 1967 



TABLE 9 DIMENSIONS FOR CASTLE NUTS, BLACK GRADE 
(Diameter range 24 to 39 mm) 

( Claim 4.1 ) 

All dimensions in millimetres. 




The underside of the slot may b» round 
or flat with rounded corners or flat with 
chamfered corners, at the discretion of 
the manufacturer. 



Sim, 4 



M24 (M27) 



M30 (M33) M36* 



(M39)< 



</,hl6 


Jiom 


34 


38 


42 


46 


50 


55 




Max 


34-00 


3800 


42-00 


4600 


5000 


5500 




Mix 


32-40 


36-40 


40-40 


44*40 


48-40 


5310 


wjsl6 


.Km 


27 


30 


33 


35 


38 


40 




Max 


27-65 


30-65 


33-80 


33-80 


38*80 


40*80 




Mix 


26-35 


29-35 


32-20 


34-20 


37-20 


3920 


mhl6 


Jim 


19 


22 


24 


26 


29 


31 




Max 


19-00 


22-00 


2400 


26-00 


29-00 


31*00 




Mix 


17-70 


20-70 


22*70 


24-70 


2770 


29*40 


nHl4 


Jim 


5-5 


5*5 


7 


7 


7 


7 




Max 


5-80 


5-80 


7-36 


736 


736 


7-36 




Mix 


5-50 


5-50 


7-00 


700 


700 


700 


ihl5 


Jim 


96 


41 


46 


50 


55 


60 




Max 


3600 


4100 


46-00 


50-00 


55-00 


6000 




Mm 


35-00 


40-00 


4500 


4900 


53-80 


58-80 


Siae of split 




5 


5 


6-3 


63 


6-3 


6.3 


cotter pin 
















(jst IS:549-1961f) 















Note 1 — The above dimensions have been obtained by rounding off the tolerances 
to the second place of decimal. 

Note 2 — Sizes shown in brackets are of second preference. 

•For castle nuts only. 

tSpecification for split cotter pins ( Since rtwiud). 
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ISs2232»ltt7 



TABLE 10 DIMENSIONS FOR CASTLE NUTS, BLACK GRADE 
( Diameter range 42 to 68 mm ) 

(Clause 4.1) 

All dimensions in millimetres. 




The underside of the slot nuv be touiul 
or flat with rounded corners or flat with 
chamfered coiners, at the disci etion of 
the manufacturer. 



Size, 4 



M42 (M45) M46 (M52) M36 (M60) M64 (A168) 



4,M6 



w js!6 



m hl6 



» H14 



s hl5 



JCam 


58 


62 


65 


70 


75 


80 


85 


90 


Max 


5800 


6200 


6500 


7000 


7500 


8000 


85*00 


90*00 


Min 


5610 


60*10 


6310 


6810 


7310 


7810 


82*80 


8780 



Norn 46 48 50 54 

Max 4680 48-80 5080 54-95 
Min 45*20 47-20 49-20 5305 



57 63 66 69 

57-95 63-95 69-95 69-95 
56-05 62-05 65*05 6803 



Xam 34 36 38 42 45 48 51 $4 

Max 34-00 3600 38-00 42-00 4500 4800 5100 5400 
~Min 32*40 34-40 36-40 40-40 43-40 46-40 4910 52-10 



Mom 


9 


9 


9 


9 


9 


11 


11 


11 


Max 


9*36. 


9.36 


9-36 


936 


9-36 


11-43 


11*43 


11-43 


Min 


900 


900 


9-00 


900 


900 


1100 


11-00 


1100 



Nm 65 70 75 80 85 90 95 100 

Max 6500 70-00 7500 8000 85-00 9000 95-00 100-00 
Min 63*80 68*80 73-80 78*80 83 60 88*60 9360 98-60 



8 



8 



8 



8 



8 



10 



10 



10 



Size of split 
cotter pin 
( m IS: 549-1961 •) 

Note 1 — The above dimensions have been obtained by rounding off the tolerance > 
to the second place of decimal. 

Noil 2 — Sties shown in brackets are of second preference. 
'Specification for split cotter pins (Since wised ). 
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18 1 2232 -1967 



TABLE 11 DIMENSIONS FOR CASTLE NUTS, BLACK GRADE 
( Diameter range 72 to 100 mm ) 

(ClausiAA) 
All dimensions in millimetres. 




"Hie underside of the slot may 
be round or flat with rounded 
corners or flat with chamfered 
corners, at the discretion of 
the manufacturer. 



Skb, 4 



M72X6 (M76X6J M80x6 (M85x6) M90x6 (M95xG) M100x6 



4 hl6 



w js!6 



m hl6 



H14 



*h!5 



Size of split 
cotter pin 
(jet IS; 549-1961*) 

Note 1 — The above dimensions have been obtained by rounding off the tolerances 
to the second place of decimal. 

Note 2 — Sizes shown in bracket* are of second preference. 



Nom 
Max 
Min 


95 

9500 

92-80 


100 
100.00 
9780 


105 

10500 

102-80 


110 

11000 

107-80 


120 

120-00 

11780 


125 

12500 

122-50 


135 

13500 

132-50 


Nom 
Max 
Mm 


73 

7395 

7205 


76 

76-95 

7505 


79 

79-95 

7805 


88 

8910 

86-90 


92 

9310 

90-90 


96 

97-10 

94-90 


100 
10110 
98-90 


Nom 
Max 
Min 


58 

5800 

5610 


61 

6100 

5910 


64 

6400 

62-10 


68 

68-00 

66-10 


72 

7200 

7010 


76 

7600 

7410 


80 

8000 

7810 


Nom 
Max 

Min 


11 

11-43 

1100 


11 

11-43 

11-00 


11 

11-43 

1100 


14 

14-43 

1400 


14 

14-43 

1400 


14 

14-43 

1400 


14 

14-43 

14-00 


Nom 
Max 

Min 


105 

105-00 

103-60 


no 

110 00 
108-60 


115 

115-00 

113-60 


120 
12000 
118 60 


180 

13000 

128-40 


135 

13500 

133*40 


145 

14500 

143-40 


f>lit 


10 


10 


10 


13 


13 


13 


13 



•Specification for split cotter pins (Since '«««/). 



16 



BUREAU OF INDIAN STANDARDS 

Haadquartara: 

Manak Bhavan, 9 Bahadur Shah Zafar Marg, NEW DELH1 110002 

Telephones: 323 0131 , 323 3375, 323 9402 

Fax: 91 11 3234062,91 11 3239399, 91 11 3239382 

Telegrams : Manaksanstha 

(Common to all Offices) 

Cantral Laboratory : Telephone 

Plot No. 20/9, Site IV, Sahibabad Industrial Area, Sahlbabad 201 01 8-77 00 32 

Regional Ofttcaa: 

Central : Manak Bhavan, 9 Bahadur Shah Zafar Marg, NEW DELH1 1 1 0002 323 76 1 7 

•Eastern : 1/1 4 CIT Scheme VII M, V.I.P. Road, Manfctola, CALCUTTA 700054 337 86 62 

Northern : SCO 335-336, Sector 34-A, CHANDIGARH 1 60022 60 38 43 

Southern : C.I.T. Campus, IV Cross Road, CHENNAI 6001 13 235 23 15 

tWestem : Manakalaya, E9, Behind Marol Telephone Exchange, Andheri (East), 832 92 95 
MUMBAI 400093 

Branch Ofttcaa:: 

•Pushpak', Nurmohamed Shaikh Marg, Khanpur, AHMEDABAD 380001 550 1 3 48 

iPeenya Industrial Area, 1 st Stage, Bangalore-Tumkur Road, 839 49 55 
BANGALORE 560058 

Gangotri Complex, 5th Floor, Bhadbhada Road, T.T. Nagar, BHOPAL 462003 55 40 21 

Rot No. 62-63, Unit VI, Ganga Nagar, BHUBANESHWAR 751001 40 36 27 

Kalaikathir Buildings, 670 Avinashi Road, COIMBATORE 641037 21 01 41 

Plot No. 43, Sector 16 A, Mathura Road, FARIDABAD 121001 8-28 88 01 

Savttri Complex, 116 G.T. Road, GHAZIABAD 201001 8-71 19 96 

53/5 Ward No.29, R.G. Barua Road, 5th By-lane, GUWAHATI 781 003 54 1 1 37 

5-8-56C, L.N. Gupta Marg, NampaJty Station Road, HYDERABAD 500001 20 1 83 

E-52, Chltaranjan Marg, C- Scheme, JAIPUR 302001 37 29 25 

1 1 7/41 8 B, Sarvodaya Nagar. KANPUR 208005 21 68 76 

Seth Bhawan, 2nd Floor, Behind Leela Cinema, Naval Kishore Road, 23 89 23 
LUCKNOW 226001 

NIT Building, Second Floor, Gokulpat Market, NAGPUR 44001 52 51 71 

Palfiputra Industrial Estate, PATNA 800013 26 23 05 

Institution of Engineers (India) Building 1332 Shh/aji Nagar, PUNE 41 1005 32 36 35 

T.C. No. 14/1421, University P. O. Palayam, THRUVANANTHAPURAM 695034 6 21 17 



•Sales Office is at 5 Chowringhee Approach, P.O. Prlncep Sfreet, 271085 

CALCUTTA 700072 

tSeies Office Is at Novelty Chambers, Grant Road, MUMBAI 400007 3096528 

tSeiae Office is at T Block, Unity Building, Narashinwaja Square, 222 39 71 

BANGALORE 560002 

t ie|w uyi fa ly una, Di9, new ueira, inaM 



AMENDMENT NO. 3 JANUARY 1976 

TO 

IS:2232-1967 SPECIFICATION FOR SLOTTED 
AND CASTLE NUTS 

(First Revision) 

Corrigenda 

[Page 6 (see page 2 of Amendment No. 2), Table 1A, 
column headings against Size d] 

a) Second oolum - Substitute 'M12 

M12 x 1.25' 
for 'HL2 

M12 x 1.5' 

b) Fifth oolum - Substitute '(Ml8) 

(M18 x 1.5)' 
for '(M18) 

WL8 x 2' 

e) Sixth oolum - Substitute 'M20 

M20 x 1.5' 
for 'K20 

M20 x 2' 

d) Seventh oolum - Substitute *(M22) 

(M22 x 1.5)' 
for '(1122) 

M22 x 2* . 



(IDC 27) 
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